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CENTRAL INTELLIGENCE AGENCY 


OFFICE OF CENTRAL REFERENCE 


28 April 1959 


MEMORANDUM FOR: Contracting Officer 


SUBJECT: Acceptance of Minicard Equipment 


The attached list of Minicard equipment, manufactured by Eastman 
Kodak Company under contract EQ 1806, schedule 2, has been received and 
installed in OCR in accordance with the contract. 


[| — 


Paul A. Borel ; 
Assistant Director ra 
Central Reference 


Enclosure: Fa 
Schedule 2 A 


Contract EQ 1806 
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Sehedule 2 
Contract EQ 1806 


Item Number Description Quantity 


Document Camere 1 
Processor i 
Cutter Le 
Duplicator or 
Filing Sorter de: 
Selector 1” 
Document Viewer 8 — 
Analysis Viewer - 4 
Desk Viewer - 
8 Document Enlerger 1 
9 ‘Flexowriters 4 
8) Miscellaneous Equipment Lo 


Joan Fwd e 


Ten stick comb -1 

Block holder, flat -1 
Block holder, tilted - 1 
Stick holder -1 
Blocks, 50 mag. © - 25 
Block weights = 1300 
Sticks card handling - 25 
Sticks, request = 1000 
Plugboards -9 
Loupe -i1 
Reels - 8 inch - 5 
Transfer Trays -2 
Lubricator -1 
Mask Printer -1 

11 Paper Processor 

le Viewer 1-1 

13 Document Camera 

14 Flexowriter with attechnents 


PREE 


Approved For FOR OFFIGIAL USE ONLY... B00879R000900030094-0 


